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ABSTRACT : 

The use of holography for the production of wind-tunnel interfero- 
grams of the Mach-Zehnder type is described with a discussion of the 
possibility of extending the process toward the interferometric study 
of three-dimensional flow fields. Two initial studies toward an under- 
standing of the processes involved in three-dimensional interferometric 
reduction are described: (1) the hologram as a diffraction grating, 

and (2) intensity variation beyond both a hologram and a diffuse glass 
plate. Lastly, a complete prediction of a hologram of a simple, two 
dimensional, aperture is made. This prediction provides a tutorial de- 
vice for the understanding of holography of the type used in holographic 
interferometry. 
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I . INTRODUCTION 



Development of Holography 

In 19^ Dennis Gabor reported a new principle for microscopy in which 

the actual wavefront of emanating light rays is c^tured on film by means 

of a diffraction pattern.^ The motivation for Gabor's research was to 

increase the resolution of electron microscopes. For these diffraction 

2 

patterns on film, he later coined the term "Hologram." Gabor's method 

proved to be applicable to many fields other than microscopy, but was 

limited by its requirement for highly monocromatic light. 

The first laser was achieved in i960. Its monochromaticity, temporal 

and spacial coherence, and uniform collimation, by providing an ideal 

source of light, have spurred a very rapid growth in the science of wave- 

front reconstruction, or holography. For an excellent general description 

of the holographic process, the reader is referred to articles by Leith 
3 4 5 

and t^atnieks , Pennington , and Brandt. Holography is dealt with in 

depth in many technical papers, notably those by Leith and Upatnieks , and 

7 8 

in books by Devells and Reynolds and by Stroke. An excellent bibliography 

9 

of the subject has been conq)lled by Chambers and Courtney- Pratt . 

Application of Holography to Aeronautics 

Among the developing applications of holography, of interest to the 
aeronautical engineer, is interferometry. This paper deals with recent 
activities in this field at the Department of Aeronautics of the Naval 
Postgraduate School. First holographic interferometry and the holographic 
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interferometer in use at NPGS are discussed. 



One of the peculiar capabilities of this method is the ability to 
produce three-dimensional interferograms of the flow about models. The 
correlation between the density field about the model and the phase and 
amplitude of the resilting intensity pattern remains an xmsolved problem. 
Section III discusses some work conducted at NPGS towards an understanding 
of this problem; these studies include: 

(1) A con^arison of the properties of a dark- field hologram with 
those of a lined diffraction grating. 

(2) An experimental examination of the intensity patterns from a 
coherently ill^md.nated light- field (diffuse glass) hologram and from the 
diffuse glass used in making the hologram. 

( 3 ) Theoretical calcialations of the loci of intensity maxima and 
the intensity contrast due to diffraction from the edges of a square 
apertin^e as it combines with a reference plane wave at an angle. These 
calculations for a particular wavelength lead, to the prediction of a dark- 
field hologram of a square aperture. 

II . HOLOGRAPHIC INTERFEROMETRY 

Work at TRW Systems 

Heflinger, Wuerker, and Brooks^*^”^^ of TRW Systems have developed 
holographic techniques which are especially suitable for the analysis of 
fluid flow phenomena. Their work has been with both multiply exposed 
interferograms using a giant pulse laser^*^ and holographically reconstructed 
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corapaxison beams using a continuous gas laser. Application of these 
techniques has shown that (l) accurate alignment is not critical, (2) 
precision optical components are not required, (3) the technique may be 
used to observe either transient or stationary phenomena, and as has been 
mentioned, (U) three-dimensional interferograms are obtainable. 

A Quantitative Test 

In a quantitative test of such an interferogram of a conically- tipped 

22 caliber bullet at Mach number 2.5, a good comparison was achieved with 

theoretical calculations vdiich were made by assimiing constant density 

behind the shock wave.^^ Actual density variation was known to be about 

15 percent. A refined analysis of the predicted fringe pattern was made 
12 

by Holds and Fuhs taking into account the effect of variable density, 
and the results, when compared with the fringes of the TRW group's inter- 
ferogram, verify the accuracy even more closely. The full impact of the 
advantages of this new technique are better appreciated when one examines 
existing interferometers. 

The Mach-Zehnder Interferometer 

The classical Mach-Zehnder interferometer is in use contemporarily in 
aeronautical test laboratories throughout the world. This system, 
developed in I 89 I, was a minor modification of the Jamin interferometer 
operated in 1865 . Its optical elements must be of the finest quality 
obtainable. The alignment of the four optical plates which compose the 
heart of the system must be accurate to within a fraction of a wavelength 
of light. Finally, the structure supporting such a system has generally 
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been of massive proportions to eliminate vibration. Recent work has 

l4 

been done on the use of light, heavily damped mounts; however, most 
existing systems use the former mounting. 

The Holographic Interferometer 

Figure 1 is a schematic of a continuous reconstruction beam holographic 
interferometer. Note that the optical components of this system need 
consist of only two lenses and a prism. The quality of these components 
is not critical. A system such as this overcomes almost every drawback 
of the Mach-Zehnder interferometer and even challenges the much used 
Schlieren system for simplicity, since high quality optics are a factor 
in the latter. Production of a lightweight, inexpensive interferometer 
which is readily maintained and adjusted and, in addition, is suitable 
for wind tunnel use is certainly a desirable objective. The holographic 
interferometer makes such a device practicable. 

The Holographic Interferometer at N.P.G.S. 

The holographic interfermometer in use at the Naval Postgraduate 
School utilizes a Spectra^ Physics Model 124 continuous wave heli\mi-neon 
laser with a rated power output of 15 milliwatts at a wavelength of 6328 
angstroms (visible red) as a coherent light source. A Spectra^ Physics 
Model 331 collimating lens and spatial filter is used to expand the 1.1 
millimeter diameter output beam of the laser to approximately 8.9 cm. 
Further beam expansion is accomplished using a double- concave lens with 
a negative 10 centimeter focal length and an 8-inch double- 
convex collimating lens. The resulting beam at the holographic plate is 
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approximately 15 cm in diameter, more than adequate to cover the 4x5 
inch Kodak 649F spectroscopic plates used in the experiments. Early 
experiments were conducted satisfactorily with a 5 power microscope 
objective for initial beam expansion, and then the double concave lens. 

A plexiglass prism is placed in the expanded output beam between the 
test section and the hologram in order to provide the reference beam. 

The prism dimensions are 4x6 inches, and the prism refracts one-half 
of the laser output beam by an angle of 10,5 degrees, thus providing for 
superposition of the test and reference beams at the holographic plate. 

An L- shaped aluminum plate holder was constructed so that the holograms 
can be exposed and returned precisely to their original position after 
developing. All components are mo'unted on a 10 foot long standard 
optical bench supported for structural rigidity by a 4 x 8 inch aluminum 
I beam. The entire apparatus rests at different times on a laboratory 
table or on several desks. 

It should be noted that the optical components of the layout are not 
of top quality and have been chosen more for size and focal length than 
for any other feature. The prism, for instance, was cut from a block of 
plexiglass and hand polished. Using coherent light, optical quality is 
not a factor as long as optical path is diiplicated. The Kodak 649F 
Spectroscopic Plates have an emulsion with extremely slow (ASA = .003), 
high resolution (2500 lines per millimeter) characteristics. The wavefront 
reconstruction capability of the plate lies in this high resolution with 
its ability to record an extremely fine diffraction pattern of the same 
order of magnitude as a wavelength of light. 
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Making the Holograms 



Typical hologram sizes are 2x4 inches. Exposure time on the 
hologram is approximately 5 seconds with the beam expanded to give a 
uniform intensity for the 4x5 inch scene size. The plates are then 
developed in a high resolution plate developer for five minutes with 
a standard stop, fix, and rinse cycle. 

Most holograms have been exposed at night both to obtain darkness 
for handling the plates and to reduce vibrations. If vibration does 
occur during exposure, the coherence of the light relative to the plate 
is destroyed, and the hologram is not formed. During exposures on the 
supersonic wind tunnel the interferometer is mounted on an insulated 
"floating" floor block designed for a Mach-Zehnder interferometer. No 
difficulty has been encountered with this setup. Successful holograms 
have been achieved with exposure times of up to thirty seconds. 

Photography of the reconstructed scene is accou 5 )lished with a large 
diameter, 286 millimeter focal length lens and a Speed Graphic camera 
back. The focal plane shutter incorporated in the camera has an exposure 
capability of 1 millisecond. This speed is compatible with Polaroid 
ASA 3000 film. In certain cases too much light has been available, and 
has been attenuated with a single polarizing filter (possible because 
the laser beam is polarized.) 

Dark Field Holograms 

In the simple case illustrated in Figure 1 where the plane wave 
reference beam is unaltered prior to passage through the test area, the 
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resulting hologram is caJlled daxk field and is useful only in a two- 
dimensional sense. One may make interferometric analysis of heated 
bodies, flames, or the flow of compressible fluids in transparent channels. 
In the latter case the transparent channel must be present when the 
hologram is made. First attempts to record the interference patterns 
used only a film holder and shutter arrangement to capture the re- 
constructed real image. This projected beam, however, produced grossly 
inferior interferograms due to Fresnel diffraction fringes from the 
body and the shock waves. These diffraction phenomena created additional 
interference at the photographic plate. They were overcome entirely by 
focusing the reconstruction recording camera on the object creating the 
interference in the field. 

The dark field technique was used on the 4x4 inch supersonic wind 
tunnel at the Postgraduate School to investigate the flow about a 40° 
cone model. While working with this arrangement it was found that a 
wide range of fringe orientation and spacing could be achieved. This was 
accomplished not only by rotating the prism and tilting the hologram, but 
also by moving the expanding or collimating lenses. Such flexibility of 
the system is valuable. For instance, the expanding lens could be moved 
within a range of 2 centimeters without losing the fringes. The movement 
of the prism and hologram were more critical. Micrometer adjustments on 
these components are planned in future installations. 

Safety Considerations 

Looking through the developed dark field hologram at the test scene 
is not only uncomfortable, for one is looking at the reconstructed laser 
source, but could cause permanent eye damage. Some safety experts have 
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placed the minimum amount of continuous incident optical power that 
can safely he sighted and focused by the eye at 1 microwatt for a wave- 
length of 6328 A. Above that value there is a possibility of permanent 
retinal damage. To avoid the possibility of eye damage the collimated 
light throx:igh the test scene and hologram is allowed to project on a 
screen or directly on a photographic plate for recording interference 
patterns. 

Typical Inter ferograms 

Figure 2 shows two interferograms of the 40° cone at Mach 2.7. The 
upper half of the figure is an infinite fringe representation and 
includes the theoretical fringe prediction. The lower half of the figure 
is finite fringe to demonstrate that capability of the interferometer. 

High fringe contrast is to be noted and also the good agreement between 
predicted and acttial fringes. The maximum relative error is less than 
three percent. 

The interferometer performs very well in conjunction with the wind 
tunnel. Vibration problems have generally been easily overcome. The 
existing circular windows in the test section had greatly reduced the 
size of the scene available due to the necessity of passing the reference 
beam through the forward half of the window, but work has now been 
completed on plexiglass side windows which will open up the entire nozzle 
block. Interferometry through the plexiglass will be possible since 
optical quality is not critical. This will greatly increase the capability 
of this installation. 
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FlgTore 3 shows several finite fringe interferograms recorded through 
a hologram exposed to an open field which demonstrates the ease of making 
real time interferometric observations. The scenes were at atmospheric 
pressure and 70°F ambient. The size of the hologram was approximately 
3x4 inches. The entire layout of the interferometer was the same as 
used on the wind tunnel with the test scene oriented in the area abeam 
of the prism. 

Test subjects introduced into the field included a heated rod and 
plate to observe temperatxire gradients and convective effects in the air- 
flow about them. A match flame clearly showed the density distribution 
around itself. The microscope slide shows its deviation from optical 
flatness. The reduction of such finite fringe interferograms may be 
found in most complete texts on fluid flow or heat transfer. 

The dark field method, using a continuous beam, is very suitable for 
wind tunnel and heat transfer studies. It has two other properties 
that also recommend its further development. It has sufficient intensity 
to make motion picttires of transient events, and the scene itself may 
be projected on a screen for instructional purposes. 

Light Field Holograms 

If a frosted glass plate is introduced into the test beam of the 
interferometer prior to the test area the resulting hologram will contain 
a coB^jletely three-dimensional reproduction of the scene. This is a light- 
field hologram. When it is replaced in the plate holder and reilluminated, 
both the original scene and the presently existing scene may be viewed 
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simultaneouEly through the hologram as a "window". The interference 
pattern of any difference between the two scenes will be three-dimensional 
in nature and may be viewed from various angles. Reference 10 contains 
excellent description and photographic evidence of the three-dimensional 
nature of the interferogram with a series of pictures taken at different 
angles. They show clearly how the interference pattern shifts as the 
visual reference is changed. Interferograms of this t3?pe suggest the 
possibility of solution of the three-dimensional flow fields about non- 
symmetric bodies that defy closed- form mathematical solutions. The 
light- field technique has no counterpart in current interferometry. 

III. INTRODUCTORY ANALYSES 



The Simple Hologram as a Diffraction Grating - Angles 

To investigate whether or not a simple dark- field hologram behaves 
as a diffraction grating, a dark- field hologram with no test object 
present was exposed as shown in Figure 1. Reconstruction was accon^lished 
utilizing the direct beam of the laser. The hologram was rotated about 
the horizontal axis (the axis parallel to the lines of the grating). The 
diffraction angle (measured from the 0 order) for orders n = - 1 and 
n = 2 were plotted as a function of the hologram rotation angle, 9^. The 
results, were within experiments! error of those predicted by classical 
diffraction grating theory (see, for exan^jle, Figvire 4 for n = - l). 

This demonstrated that the ability of the simple dark- field hologram to 
diffract the incident beam into the various orders is similar to that 
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of the mechanically lined diffraction grating, in that simple diffraction 
grating theory correctly predicts the angles of the diffracted beams. 



The Simple Hologram as a Diffraction Grating - Transmitted Amplitude 
The angles of the diffracted beams for a simple dark field hologram 
behave according to the elementary grating theory. A natural question 
is -whether or not the transmitted amplitude behaves according to that 
predicted by an elementary theory. Let the amplitude and phase i(f of 



the reference beam be represented by 
r r 

where the phase angle >|f is 



^ = 



2tt sin 9 



( 1 ) 



(2) 



the angle 9 is defined in Fig\ire 1. The geometry associated with y is 

P 

illustrated by Figure 10. The object beam is represented by 



E = A e 
o o 



j(/S + uot) 



( 3 ) 



In equation ( 3 ), ^ K>ay be arbitrarily chosen as zero. The intensity of the light 
at the hologram is 



I = (E + E )(E * + E *) 
^ r r o 



(M 



■which reduces to 

I = A^ + A^ + 2AA cos ilf (5) 

o r r o ^ ' 

If it is assumed that the film density is proportional to I then the 

transmitted amplitude -will have a sinusoidal variation. For this case 

Givens states that the amplitude in the zeroth beam should be proportional 



11 



to 'the higher order beams there should be zero amplitude, 

A check was made with several dark field holograms to see whether 
the behavior was correctly predicted by the simple model. The intensity 
of +1 and -1 orders were not equal but varied by 10 to 20^. There was 
light diffracted into higher orders. The model did not correctly predict 
the intensities of the diffracted beams. 

There are several reasons why the model is not adequate. The model 
ass\imes a linear relation between the resultant film density and the 
incident intensity at exposure. This is not the case due to threshold 
expostire. The emulsion of the film has a thickness which is not accoimted 
for. Imperfections in the prism would cause a deviation from the plane 
wave of equation (l). 



Intensity 'Variation Beyond the Light-Field Hologram and Diffuse Glass 

Next, an investigation was made of the transmittance characteristics 

of a light field hologram and the ground glass plate, in terms of their 

intensity transmission functions. The theory of these is not offered 

here, but has been reported for the case of ground glass by Becherer and 
17 

Ward . Consider the reconstruction of a light- field hologram. A 
coherent laser beam of intensity I^(x,y) impinges on a diffuse glass plate 
as shown in Figure 5 and is modified in passage according to the trans- 



mission function T^ given by 



ir - intensity at angle o- 
d^ intensity at (x,yj 



( 6 ) 



That portion of the beam now at angle a next impinges upon the hologram 
at point (x’,y’) and is again modified by Tj^(x’,y’,Y) (defined in the 
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same manner as except that y represents the direction cosines to 
point (x",y")). The intensity of the pencil of rays arriving at point 
P via the path traced is 

Ij^(x",y") = T^(x,y,Q/) T^(x',y’,o') (7) 

and the total intensity at P is the superposition of all such rays 
arriving at P. 

First, a light- field hologram was constructed as shown in Figure 6, 
developed, returned, and reilluminated at incidence angles of 0°, ^10°, 
and -20° (Figure 7). Relative intensity measurements were taken with 
an Eldorado Model 30 Differential Photometer, and results are shown in 
Figure 8. 

Second, a ground glass plate was illuminated at 0° incidence with a 
resulting intensity distribution as shown in Figure 9* The experimental 
data can be closely fitted by 

T^(cy) = e“®-° 0^ (8) 

The Dark-Field Hologram of a Square Aperture 

The dark- field hologram of a square aperture, as shown in Figure 10, 
is formed by the interference of the coherent plane wave reference beam, 
at angle 9, with the Fresnel diffraction pattern from the square aperture 
as both beams arrive at the hologram plate (plane 2). 

The amplitude and phase of the reference beam at plane 2 may be 
described by the complex expression of equation ( l) . For good contrast 
on the developed hologram plate Givens recommends that the reference 
beam be three times as bright as the scene beam, hence a factor of 3 is 
introduced. Discounting temporal variation, the phase of the electric 
vector of the reference beam is given by equation (2). For simplicity 
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of calculation, one may assume Y = 0 at = 0, though it is in fact 
i neons e quenti al . 

The amplitude and phase of the light wave from the square aperture 
as it arrives at plane 2 may he obtained from the classical solution 
of the problem of diffraction from a square aperture which is treated 

l3 

in many texts on optics. The treatment given by Strong is utilized 
here. The amplitude and phase of an incremental size wavelet emanating 
from an elemental area ds = dx dy at the aperture plane (plane l) is 
described as a function of distance and angle by the Kirchoff Differential 






dE = 
P 



o 2 
cos 



(l) 



eMt - -) 



(9) 



19 

The derivation of this expression is described by Stone . To apply 
the equation to our problem it is modified, integrated over the operture, 
and evaluated at plane 2. Note first that for typical dimensions, 

0 

cos 2 ~ ^ regards amplitude, r = r^. Next use the Theorem of 

Pjrthagorus for r in the exponent, and expand the radical binomially, 
retaining only early terms: 



r = 



” [“'o^ * ^ ' “'o + ••• j 



cu 2n 

By using j = e‘^2 and — = , and by rearranging, one may express the 

C A 



integral as 



+x 



E = 
P 



.TT 

e^ 



\ r 




^^o_^.TT(y-yp)‘ 
— J ■ 










jtu(t- 



( 10 ) 
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- 1 — 

where e c is an arbitrary phase shift and may be neglected. An 



r-> 



alternate expression for is 






Y r z 



= A X Y e 
o 



Jujt 



By defining the variable 



2 

u = 



2(x - X ) 

^ 5 



\ r 



du = (-7 — dx 
'Xr 

o 



(n) 



and the limits 



u, = u(+x ,x ) ; = u(-x ,x ) 

1 ' o’ ’ 2 ' o’ p' 



r>i 



one may put X in the form 






1 --TT 



X = 2'2 



e-# 



1 ^TT 



du = 2 ^ e 






u. 






u. 



• TT 2 

e"^2^ du 



.tt 2 



e"^2^ du 



( 12 ) 



The Fresnel Integrals are defined; 
r u 



C(u) = 



cos(-gu^) du and: 



S(u) = 



■J 



u 



sin('^u^) du 



(13) 



so X 



= 2“2e^'^ -^[c(u 2 )-dS(u 2 )] - [c(u^)-jS(u^)] | = 2’2e^'S ^AC^-jAS^j 

By defining AC^ ^ C(u 2 ) - C(u^), A^ = [i-(AC^^ + AS^^)J^ , 



(14) 



and 



-1 ^^x 

- tan" (^i^) making a similar analysis for Y in terms of v, 

X 



one can express X and Y in more convenient complex notation as follows; 
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T AS 

./H ■ -1 X\ 

1 ac“^ 

X = [|(AC^^+AS^^)j% "" 



X X 



= A e 

X 



.f) 



( 15 ) 



^ AS 

i AC^ .|« 

y y I y 



Y= [i(Ac/*As/)]" e 



Fresnel’s Integrals are tabulated in many mathematical tables, e.g. 
20 

Jahhke - Emde - Losh . Cornu’s Spiral, available in most optics texts 
(e.g. Jenkins and White^^, Strong^^, Stone^^) provides a convenient 
solution for AC and AS . The total amplitude and phase may thus be 

X X 

expressed as 

A = A A A and t> - P +0 
p o X y '^x ^y 

As in the case of a simple hologram, the amplitude and phase of the 
resulting wavefront at plane 2 is the STom of the two; + E^, 

and the intensity will be 



(16) 



I =^.E.* = (A e^'^ + A e^^)(A e"^'*' + A 
t t r p r p 

2 2 

= A + A + 2A A cos(^ - y) 
r p r p ^ 

2 

which has maximum values of (A^ + A^) at (j6 - y) = 2nrr and minimum 

2 

values of (A^ - A^) at ()6 - y) = (2n - 1)tt. Thus regions of maximum 
intensity will form the dark lines of the intricate diffraction grating 
which is a hologram. 

To provide perspective at this point, sample calculations have been 
completed. Consider the dimensions: 
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r = 12.6U2 cm 
o 

X = y = 1.0 cm 
o o 

X = 6328X =6.328 • 10“^ cm 
e = 0.1582 (sin 0 = 0.1582) 

•which yield: u = 50(1.0 - x^), v = 50(l.O - y^), and Y = 2Tr(2.5*10^)y, 

Values of u^ and (6^ are tabulated versus x^ in Table I. Values of v, 

P and y are exactly the same. Notice that if the test beam ■were an 

y 

iinaltered plane -wave, the interference at the hologram plate ■would 

produce a lined diffraction grating of 250O lines per centimeter. These 

lines ■would correspond to the position of the plate ■where Y = 2nrr and 

do pro'vide good reference positions for the calc\jlations . The integer n 

can be arbitrarily assigned a ■value of 0. 

Darkening occurs ■where P - ^ = 2 nrr = 0, or ■where = y. In region 

A, y is close to zero, v^ is about -50, near the negative eye of Cornu's 

Spiral, and Vg is correspondingly near +50. Therefore P^ remains very 

close to zero throughout the region, and P ^ P , As x varies from 0 

X p 

to greater than 1 cm, one finds oscillating about zero ■with slowly 
increasing amplitude as x approaches the edge (l cm) and u^ approaches 
zero. Therefore to plot the region of ^ = Y» one need only plot P^ on 
the same scale as Y. The curves correspond exactly to the darkened 
lines of the film. This is sho^wn on Figure 11. For region B, = 0; 

consequently one plots both Y and P on the same scale, as shown in 

y 

Figure 12. Where the curves cross (slightly more than 25OO times per 
centimeter) ■will give the position of the almost straight grating liiEs. 
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TABLE I 



PHASE OF THE APERTUEE BEAM AT THE HOLOGRAM PLATE 



X (y) 


“2 (’'s) 


<P (P ) 


X (y) 


"2 <’^2> 


P (P ) 


.998 


0.1 


5.2° 


1.002 


-0.1 


-6.2° 


.996 


0.2 


9.2° 


1.004 


-0.2 


-13.8° 


.994 


0.3 


12.2° 


1.006 


-0.3 


-22.6° 


.992 


0.4 


i4.3° 


1.008 


-0.4 


-33.3° 


.990 


0.5 


15.8° 


1.010 


-0.5 


-45.0° 


.988 


0.6 


16.0° 


1.012 


-0.6 


-57.0° 


.986 


0.7 


14.9° 


1.014 


-0.7 


-71.0° 


.984 


0.8 


13.5° 


1.016 


-0.8 


-86.9° 


.982 


0.9 


11.4° 


1.018 


-0.9 


-103.8° 


.980 


1.0 


8.7° 


1.020 


-1.0 


-122.6° 


.978 


1.1 


6.6° 


1.022 


-1.1 


-142. 9° 


.976 


1.2 


2.2° 


1.024 


-1.2 


-164.8° 


.974 


1.3 


-1.2° 


1.026 


-1.3 


-184.4° 


.972 


1.4 


-4.2° 


1.028 


-1.4 


-213.6° 


.970 


1.5 


-6.7° 


1.030 


-1.5 


-240.5° 


.968 


1.6 


-7.7° 


1.032 


-1.6 


-269.0° 


.966 


1.7 


-6.8° 


1.034 


-1.7 


-299.4° 


.964 


1.8 


-3.8° 


1.036 


-1.8 


-331.4° 


.962 


1.9 


0.6° 


1.038 


-1.9 


-365.2° 
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Region C is determined by a combination of the two methods. At 



X = 1.0 cm (the edge), P = 0 so the vertical spacing of the dark 
lines is the same as region B. Using these points as positions of 
(j6 - y) = 0 one repeats the proced\ire for region A with a modified 

y 

vertical scale. The assumption of linear variation over each cycle 
of Y will introduce only very small distortion in the curves. Figure 
13 is an exaggerated sketch of the three areas and the predicted form 
of the diffraction grating with only a very few lines represented. 

Contrast between light and dark lines on the film according to the 
usual definition is given by; 



Contrast = D = 



max 



min 



I + I . 
max min 



(A + A )^ - (A 
^ r ^ r 

(A + A )^ + (A 
' r p' ' r 




6a a 
X y 

(A A f 

X Y 



+ 9 



(17) 



Contrast is shown on Figure l4 as a function of u^ for region A, B, and 
the line of equal x and y across region C. The sketch of Figure 13 
utilizes line thickness to illustrate the effect of contrast upon the 
plate . 



IV. CONCLUSION 

Experience gained so far with the continuous beam holographic 
interferometer indicates that it is very well suited for experimental 
work in compressible fluid flow investigations. It overcomes the draw- 
backs of the Mach-Zehnder interferometer and decreases the difficulty of 
Interferometry. The mechanics of the technique are only slightly more 
conplex than those involved in obtaining shadowgraphs. 
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That optical quality and alignment are non- critical has been 
adequately substantiated. Hand-made plastic prisms and use of ground 
glass prove the former, and manual adjustment of the lenses, prism, 
and hologram bear out the latter. The light weight and potential of 
high mobility of the system make it ideal for laboratories where many 
different projects may use interferometric analysis in their studies. 

The quantitative capability of the technique in the classical two- 
dimensional sense has been amply proven with very accurate fringe 
prediction of the 0.22 caliber bullet^*^ and the good agreement between 
the 40° cone prediction and the interferogram. (See Figure 2). 

While not in themselves conclusive, the experiments with dark and 
light- field holograms are worthy of note, in that they show that while 
a simple dark- field hologram does behave as a mechanically lined 
diffraction grating as has been predicted, the amplitude distribution 
as a function of angle of a typical dark or light- field hologram is 
not so predictable. 

Knowledge of the intensity beyond a ground glass plate must 
necessarily be a part of any analysis of a three-dimensional interferogram. 
One of the key, unsolved problems of holographic interferometry is to 
relate the three-dimensional interferogram to a three-dimensional density 
distribution. Some preliminary experiments were conducted aimed at 
gaining insight to this ttnsolved problem. A dark- field hologram was 
examined to ascertain 'vdaether or not elementary theory would adequately 
predict the diffracted beams. Angles are correctly predicted; 
intensities are not correctly determined by an elementary theory. A 
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three-dimensional interferogram requires use of a diffuse glass plate 
in the scene beam. Intensity distribution from diffuse glass plates 
and from light field holograms were studied experimentally. Intensity 
distribution arising from light- field holograms showed an anomolous 
peak; see Figure 8. 

It is felt that the conrplete prediction of a dark- field hologram 
from basic theory is extremely instructive and develops intuition 
relative to the holographic process. As such it should be of interest 
to anyone who desires to master the field. The prediction is complete 
yet remains close to the physics of holography. The oft-used methods 
of communications theory are somewhat more removed. 
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INTERFEROGRAM OF 40^ CONE AT MACH 2.7-, 
INFINITE AND FINITE FRINGE. 

DOTS REPRESENT VARIABLE DENSITY 
SOLUTION OF FRINGE PREDICTION. 



Fig. 2 
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Fig. 3 DARK FIELD INTERFEROGRAMS 
OF VARIOUS SUBJECTS 



HEATED ROD 



FLAME 



HEATED PLATE 



SLIDE GLASS 
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Fig. 4 The Hologram as a Diffraction Grating. 

Diffraction angle 0^ vs. Incidence Angle. 
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Fig. 5 Geometry for the Light Field Hologram Intensity Problem 
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PRISM 




GLASS 



Fig. 6 Making a Light Field Hologram 
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Fig. 7 Intensity Detection beyond a Hologram 
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POLAR ANGLE, a (degrees) 



Fig. 8 Typical Relative Intensity vs. Polar 
Angle beyond a Diffuse Glass Hologram 
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PER CENT RELATIVE INTENSITY 




Fig. 9 Relative Intensity vs. Polar Angle 
beyond a Ground Glass Plate 
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PLANE 2 





rtg. 10 Geonetry of Che Hologrem Problem 



31 




Fig. 11 Hologram Dark Lines corresponding to Positions 
of equals 0 for Region '*A** 



V 
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Fig. 12 Location of Hologram Dark Lines corresponding 
to Positions of equals 0 for Region "B" 
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Fig. 13 Sketch of Predicted Hologram Patterns 
for Regions "A", "B" and "C" 
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Fig. 14 Contrast on the Hologram 
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